REMARKS: 


«ce of Mr. Meloon and Mr. 
Blake, I asked\Barbara (Mr. Meloon's 
secretary) abou the Brett letter and 
she said that she yetyped it and that 
Mr. Blake is the one who signed the 
yellow copy. 


FROM: 


ROOM NO. BUILDING EXTENSION 


FORM NO , 41 REPLACES FORM 36-8 
1 FEB 55 WHICH MAY BE USED. 


JU3/05/05 : CIA-RDP8&4-00780R002000180023-8 


TRANSMITTAL SLIP |" 24 June 1968 


; Mr. Bannerman via 


ROOM NO. ale 


REMARKS: 


Recommend your signature, 


BUILDING EXTENSION 


FORM NO vy) 4] REPLACES FORM 36-8 
1 FEB 55 WHICH MAY BE USED. 


Approved For 


y x qe 200376 
TRANSMITTAL SLIP 


Mr. Bannerman via 
BUILDING 


REMARKS: 


After further consideration, 
Mr. Blake decided that it would be 
best not to send a copy of the attached 
letter to Mr. Hope, the District 
Engineer. 


We, therefore, retyped the 
letter and I recommend your 
signature. 


Ho 


BUILDING EXTENSION 


FORM NO vy) 4] REPLACES FORM 36-8 
1 FEB 55 WHICH MAY BE USED. 


